MEMORANDUM 


2? July 1?52 


TCi CZ '7^CC3/ i lLDSCX 

FftCM: 5- - JAP 

SUBJECT: Medical Report - "Cambaro 2 " (A-O-273) 

ATTN: £r‘ ^ 

i 


This man underwent the routine medical examination on 21 July 1952. 

a. History : Said to have some old lung disease on an x-ray- 

obtained in 1950. Jrenatie fragment wounds of 
left leg and right shoulder* 

b* Physical Examination * One carious tooth - moderately large 
left varicocoel - decreased hearing in left ear. 

c. Laboratory Studies : urinalysis and Wasseriaan all wit;i±n 

normal limits. Chest x-ray reveals tuberculosis 
of the left upper lung. The disease appears 

oid. 

d. J31gpositlon : Temporarily disqualified pending evaluation 

activity ci.' tuberculosis. Please contact this 
office regarding further studies. 


Sincerely, 
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